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ACTION:  NIN-7 
SMB  A038 


INFO;  XOP-1,  XQPX 


-7,  SA^^-3,  DIA-1  (20) 


HQD979ZCVJC519 
RR  RUEAHQ 


DE  RUCQHH  48  16/23382 
ZNR 

R 162030Z 

FM  836  AIR  DIV  MACD ILL  AFB  FLA 
TO  RUW GALE/ ADC 

RUCQAH/73  AIRDIV  TYNDAL  AFB  FLA 


RUCDSQ/FTD  WPAFB  OHIO 

RUEAHQ/CSaF 
RUEAHQ/OSAF  wash  DC 
3T 


UNCLAS  D0I15  04225  APR  65.  FOR  CSAF  (AFNIN),HOSAF(SAFOI). 

UFO.  FOLLOWING  DaTa  KEYED  TO  PARA  14  OF  AFR  200-2.  A(l)  H2Y, 

* 

Elongated,  luminous  light,  ac2)  length  and  bradth  of  index  finger, 

AC3)  slightly  blue,  A<4>0NE.  A(5)  NA,  A(6)  NA,  AC7)NA, 

A(8)  NONE,  A(9)  LIGHT  APPEARED  TO  BE  BEHIND  A LARGE  CLOUD-MASS 
BUT  SHONE  THROUGH  THE  CLOUD,  AS  CLOUD-MASS  MOVED  LIGHT  COULD 
STILL  3£  SEEN  THROUGH  OPENINGS  BUT  INTENSITY  DID  NOT  VARY, 

B(l)  OBSERVER  CHANCED  TO  LOOK  AT  SKY  WHILE  IN  HIS  BACKYARD. 

B(2)  60  DEGREES,  WEST.  B<3)  LIGHT  WAS  STATIONARY.  B(4)  N/A, 

BC5)  after  CLOUD-  MASS  HAD  COMPLETELY  PASSED  OVER  THE  LIGHT,  THE 
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latter  sudenly  disppeared  as  though  the  trailing  edge  of  the 

CLOUD  were  erasing  IT.  8(6)  FIVE  MINUTES,  C(l)  GROUND-VISUAL. 
C(2)  NO  OPTICAL  AIDS.  CCS)  N/A,  D(l)  02002  5 APRIL.  D(2)  NIGHT 


£.  Tampa,  Florida,  fu 


AGE  49; 


AMPA  FLA;  PROPRIETOR, 


RELIABILITY  GOOD.  WIFE, 


ALSO  OBSERVED  THELIGHT 


G(l)  clear  night  with  few  high  CLOUDS.  GC2)  WIND  DIRECTION  AND 
VELOCITY  IN  KNOTS  AT  ; SURFACE  -290/02;  6000  FEET  - 020/07; 


ri  • 


10,000  feet  - 330/21?  16000  FEET  -330/29;  20000  FEET  - 330/41; 
30000FEET  - 310/55;  50000  - 280/48;  80000  FEET  - UNKNOWN. 

3)  CLEAR.  GC4)  12.  G<5)  ZERO.  GC6)  NONE.  G(7)  INVERSION- 
2500  TO  3700  FEET  AND  15200  TO  15800  FEET.  H.NONE.  8.  NA. 

J.  NOME  FROM  MACDILL  AFB.  K.  15  TFW  DIRECTOR  OF  INTELLIGENCE 
BELIEVES  OBSERVER  PROBABLY  SAW  LIGHT  FROM  CEILOMETER  LOCATED  ON 
TAMPA  INTERNATIONAL  AIRPORT  WHICH  IS  WEST  OF  HIS  HOME.  L.  NONE. 
3T 


